6792 custjd 
185472 inspjd 
3672 sitejd 

Customer ID: 6792 
Certificete: 71-00125 

Site: 001 

CROSSLAND ZOO 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-22-2004 


THERE WERE NO NONCOMPLIANT ITEMS IDENTIFIED DURING THIS INSPECTION. 

NOTE: IT WAS SUGGESTED TO THE ZOO’S DIRECTOR THAT A STANDARD OPERATING PROCEDURE GUIDE BE 
INCORPORATED FOR THE HANDLING AND CARE OF EXOTIC CATS BY THE ZOO’S PERSONNEL THAT WOULD REFLECT 
RECENT TRAINING IN THIS AREA. 


CITY OF CROSSETT 
CROSSLAND ZOO 


PO BOX 560 
CROSSETT, AR 71635 
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United States Department of Agriculture 
Animal and Plant Health Inspection Service 
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